ASBURY-CARLTON HOTEL 

H. S. JACKSON, Ownership Management 
Ocean Front — ASBURY PARK, N. J. 
American and European Plans 
Automatic Fire Sprinkler System 
Elevator — Phone A. P. 2-4200 
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